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YOU DON’T HAVE TO PRACTICE WITHOUT A 


new hue selector assortment 
The easy practical 


method for selecting shades for edentulous cases. It eliminates the 
resets, remakes and disappointments that often follow selection with 
a single shade guide tooth. Get a New Hue Selector Assortment 
today. It contains 1 x 6 of the 12 shades in the New Hue Vitality 
Scale.* All of the teeth are usable teeth. There is no charge for the 


attractive plastic container, the selection rim or the shade guide. 
*THE NEW HUE VITALITY SCALE CONTAINS 5 NEW SHADES. 


THE L. D. CAULK COMPANY 


MAIN STORE 
10th Fl. Marshall Field Annex Bldg.—25 E. Washington St. 


SOUTHSIDE BRANCH 
733 West 64th Street 
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For Both Medicine and Dentistry, 
the playful hobby of a Dutch spec- 
tacle-maker was of incomparable im- 
portance. indeed! 
What more weird ‘‘spectacle’”’ than a 
tiny flea, lumbering huge, hairy and 
horrible through the lenses of Hans 
Janssen, about 1590? 

Four men, each born between 1628 
and 1637, were quick to grasp vital 
implications in Janssen’s gadget, in- 
dependently but simultaneously! With mi- 
croscopes of their own make, Malpighi 
found the capillaries; Swammerdam 
found the red blood cells; van Leeu- 
wenhoek found spermatozoa; and 


Hooke, whose microscope was the 
first to resemble today’s, anticipated 
Schleiden’s cell theory by 200 years. 
But a doctor's legal liability was 
owing as fast as his knowledge. Sir 
dward Coke, ‘‘father of the common 
law,”’ ruled in 1615 that a doctor 
could be sued not only by a patient’s 
employer for breach of contract, but 
also by the employee for malpractice. 


Doctors Today safeguard their time, 
money and reputations by securing 
the Medical Protective policy—for 
complete protection, preventive counsel 
an service. 


Professional Protection EXCLUSIVELY. . . since 1899 
CHICAGO: T. J. Hoehn, E. M. Breier and W. R. Clouston, Rep totives, 1142-44 Marshall Field Annex Bidg., 


Tel. State 0990—SPRINGFIELD: F. A. Seeman, Representative, 307 Illinois National Bank Bldg., Tel. 7915 
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VISIT US AT 


BOOTH 169 


STANDARD DENTAL LABORATORIES 


at the 


CHICAGO MIDWINTER MEETING 


ASK US TO SHOW 
you 


® THE ENGINEERED BRIDGE 
@ FLEXSEALED VITALLIUM PARTIALS 
® McGRANE PROCEDURE CASES 


@® NEW and IMPROVED MICROMOLD TEETH 


STANDARD DENTAL LABORATORIES 


225 N. WABASH AVE. DEARBORN 6721 
CHICAGO I, ILL. 
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PLEASE VISIT 


us at the 


83rd MIDWINTER MEETIN 
of the 
CHICAGO DENTAL SOCIET 
STEVENS HOTEL 
February 9, 10, 11 and 12 
BOOTH 85, Aisle B 
MR. SCHNEIDER 
will be on hand to 


welcome you 


| M. W. CHNEIDER | 


N. MICHIGAN AVE.* CHICAGO, ILLINOIS” 
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An Authorized 
Ritter Dealer 


We are looking forward to seeing you at the 


Midwinter Meeting 
Chicago Dental Society 
| February 9, 10, 11, 12 
STEVENS HOTEL 
Our Space is Booth 15 


| FRINK DENTAL SUPPLY COMPANY 


Representing all leading manufacturers’ supplies, 
teeth, equipment. 


OFFICE PLANNING 


See our Mr. W. C. Jensen at this time on any plans 
you have for expansion or modernization; or if you 


are moving. He has had long experience in this work. 
No charge or obligation of course. 


4753 No. Broadway LONgbeach 3350-3351 
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Ordinary processes of mastication mean 
the application of from six to 220 pounds 
of pressure to each square inch of cutting 

area. Even when distributed over the 


surface of the largest cast restorations, this 
is a notable force—but Durallium has 
resiliency to spare. Durallium resists up 


to 88,000 pounds of pressure per 
square inch—by actual laboratory 
tests—before it can be permanently 
distorted from its original form. As a 
result, Durallium restorations retain their 
original fit over a period of years... in 
spite of the heaviest stresses of use. 
vniversel testing machine by the physical 


of the R. W. Hunt 
Chicago, ingots of Durallium resisted crushing 
up te 242,200 pounds per 


conselt your classified lolephone dircolory 


DURALLIUM products corpse 


225 NORTH WABASH AVENUE + CHICAGO 1, ILLINOIS 
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MAKE YOUR PLANS TO ATTEND 
THE 1948 MIDWINTER MEETING 


NOW 


Reserve Your Hotel Room 


Hotel accommodations in Chicago are in great demand but a limited 
number of hotel rooms are still available. Obtain your confirmed hotel 
reservation by writing or wiring one of the hotels listed on page 16 of 
this issue. May we suggest that you arrange to share your hotel room with 
another dentist from your community and that you cancel immediately, 
any reservations which, for any reason, you find you will not be able to use. 


Obtain Your Round Trip Travel Reservation 


Air, rail and bus lines will be very happy to arrange your travel reser- 
vations, round trip, in advance. We suggest that you contact your local 
ticket agent as early as possible to obtain your reservation. By so doing 
you will be insured of choice accommodations of the type you desire to 
and from Chicago, and you will materially aid and facilitate the work of 
all travel agencies at a time when they need your cooperation. 


File Your Application for Limited Attendance Clinics 


The Limited Attendance Clinic program of our 1948 Midwinter Meet- 
ing is fully outlined in this issue. We urge all who will attend our Meeting 
to study this portion of the program carefully, to select the clinics desired 
and to file application for them as promptly as possible. Each application 
must be accompanied with the applicant’s check for $2.00 for each 
clinic ticket requested. If you forward your clinic requests now you will 
most likely secure tickets for the clinics of your choice and avoid disap- 
pointment. All reservations will be filled strictly in the order of receipt. 


Register Early 


For your convenience the Registration Desk will be open Sunday, 
February 8, at 10:00 a.m. We urge everyone who can possibly do so to 
register and obtain his badge of admission Sunday. Because many inter- 
esting sessions of the scientific program will begin Monday morning at 
10:00 o'clock it is important that your registration be completed early. 
Your badge must be displayed in order to be admitted to these sessions. 
Avoid delay—register early! 
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Ohe Fortnightly 


REVIEW 


THE CHICAGO DENTAL SOCIETY 


January 15, 1948 


The periodontal pocket with all its 
ramifications will be the subject of dis- 
cussion at the January Monthly Meet- 
ing of the Chicago Dental Society. The 
meeting will be held in the North Ball- 
room of the Stevens Hotel, Tuesday eve- 
ning, January 20. The essayists on this 
occasion will be Dr. G. R. Lundquist 
and Dr. D. W. Brown of Northwestern 
University Dental School. Dr. Brown will 
start the ball rolling with a treatise on 
“The Orthodox Methods of Pocket 
Elimination” and Dr. Lundquist will 
speak on “The Unorthodox Methods of 
Dealing with Periodontal Conditions.” 
A half dozen table clinics will supplement 
the essay program and the clinicians will 
demonstrate the various steps in pocket 
elimination, complete from the x-ray ex- 


amination to the home care by the pa- , 


tient. 
THE ESSAYISTS 


Dr. Lundquist is too well known to 
Chicago Dental Society audiences to 
need any build-up here. He is Profes- 
sor of Oral Pathology at Northwestern 
University Dental School and has been 
in great demand as an essayist and clini- 
cian from coast to coast. He has con- 
tributed liberally to the literature and 
has done an infinite amount of research 
in the field of periodontia. Dr. Brown 
is Associate Professor of Oral Pathology 


Periodontia To Hold Sway At January Meeting 


Essayists and Clinicians Promise Complete Coverage 


Volume 15 @ Number 2 


at Northwestern where he has been 
teaching for some fifteen years. Both 
essayists present their material in a 
forthright manner and have a flair for 
making the subject interesting. 


SCIENTIFIC PROGRAM 


The periodontal pocket seems to be 
anathema to many dentists in general 
practice. It is much easier to just extract 
the teeth when they seem hopelessly in- 
volved and make the patient a set of 
dentures. And, of course, that sometimes 
is the only way out. The essayists will 
try to paint a different picture, however. 
Dr. Brown will describe the methods of 
pocket elimination based on the histo- 
pathologic requirements of the case, 
which will achieve the so-called “zero 
crevice.” These methods include: (1) 
Scaling and packing, (2) Electro-coagu- 
lation, (3) Surgical measures, (a) com- 
plete, (b) mixed surgery and medical 
approach, (c) flap operation, and (4) 
End result with zero crevice-deflecting 
contours of gingivae. 

Dr. Lundquist will describe the meth- 
ods used to prevent the development of 
the periodontal pocket based upon the 
functional use of teeth in occlusion. 
Classifying the gingival disturbances into 
Classes 1, 2 and 3, he will give the method 
of approach that should be considered 


(Continued on page 42) 
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Minutes of the Third Regular Monthly Meeting 
of the Chicago Dental Society 


December 16, 1947 
Stevens Hotel 


The third regular monthly meeting of 
the 1947-48 series was called to order at 
8:00 p.m. by President Hartley. 

A motion was regularly made and 
severally seconded that the reading of 
the minutes of the meeting of November 
18 be dispensed with inasmuch as they 
have been published in The Fortnightly 
Review. Motion carried. 

It was then regularly moved and sev- 
erally seconded that the minutes of the 
meeting of November 18 be approved 
as prepared by the Secretary and pub- 
lished in the December 15 issue of The 
Fortnightly Review. Motion carried. 

Reports of Boards and Standing Com- 
mittees—none. 

Reports of Special Committees—none. 

Unfinished Business—-none. 

New Business—none. 

President Hartley, in the absence of 
Dr. Russell G. Boothe, Chairman of the 

‘Monthly Program Committee, presented 
the following essayists who spoke on the 
subjects indicated: 

S. C. Harris—“Chemotherapy i in Oral 
Surgery” 

Cedric K. Dittmer— “Diagnosis in 
Oral Surgery Procedures” 

Warren R. Schram—‘“The Importance 
of Surgical Principles” 

At the conclusion of the discussion the 
last speaker President Hartley thanked 
each of them on behalf of the Society for 


DON'T FORGET THE DATES 
of the 


1948 MIDWINTER MEETING 
FEBRUARY 9-12 


MARK YOUR APPOINTMENT BOOK NOW 


their very splendid presentations. 

The following clinicians who were to 
present table clinics on the subjects in- 
dicated were then presented by the 
President: 


Lyle F. Aseltine—‘‘Local Anesthesia” 

Henry Bigelow—“Fractures and 
Mouth Reconstruction” 

Robert R. Fosket—-“Interpretation of 
X-Rays” 

Ralston I. Lewis—Mouth Prepara- 
tion” 

Herbert E. Midgley—‘“Research in 
Bone Healing” 

Ralph C. Rudder—“Differential Diag- 
nosis of Mouth Lesions” 

V. B. Sorenson—*“‘Cysts” 


It was next announced that the regu- 
lar January meeting of the Society 
would be held in the North Ballroom of 
the Stevens Hotel on January 20 and 
that the subject to be presented would 
be Periodontia. 

On behalf of the officers and directors 
of the Chicago Dental Society, President 
Hartley wished all a very Merry Christ- 
mas and Happy New Year. 

There being no further business the 
meeting adjourned at 10:00 p.m. 

Approximately 350 members and 
guests were present. 


Respectfully submitted, 
Arno L. Brett, Secretary 
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EDITORIAL 


TIME OUT FOR REFRESHMENT 


To many people February means the month when the groundhog rouses from 
his winter nap, comes up out of his hole, looks around for his shadow, ducks 
back in and goes to sleep again. From this incident prophets are supposed to 
be able to predict just how many more days of winter are in store for us. But 
to dentists of the middle west, February means only one thing: the Midwinter 
Meeting of the Chicago Dental Society. They emulate the groundhog at least 
to the extent of coming out of their holes, looking around a bit and ducking 

_ back in, but that’s as far as it goes. They DON’T go to sleep again. Not after a 
Midwinter Meeting! No one can attend this great scientific meeting without 
picking up a few ideas which he immediately will want to put into use in his 
own practice. 

There’s the unwritten law, too, which is as immutable as the laws of the 
Medes and Persians, that tells us, along about this time of year, to take time out 
for refreshment, both physical and mental. So how about marking off all four 
days this year, February 9-12, and start acquainting your patients with the fact 
that you’ll be in attendance at the Midwinter Meeting on those days. It will add 
to your prestige and increase your stature in your patients’ estimation. 


WE SEE BY THE PAPERS 


Dentists and dentistry have been making the headlines here of late and, on 
the whole, in a favorable light. Colliers, the Chicago Tribune, and the Woman’s | 
Home Companion have been bringing the public up to date on things dental. 
Colliers takes a somewhat sympathetic attitude towards the dentist and his 
physical ailments. After delineating the various afflictions from which dentists 
suffer (fallen arches, lame backs and varicose veins), the writer proposes that 
some inventive genius develop a device for taking the load off a dentist’s feet. 
He mentions such things as wheel chairs with both vertical and horizontal 
adjustments, or perhaps something that can be hung from the ceiling, but dis- 
claims any responsibility for seeing the thing through. 

The Tribune editorial starts out by depicting the dentist as more to be pitied 
than feared. It mentions that he is prone to develop stomach ulcers or even 
become a nervous wreck. Dentists worry about getting together enough money 
to pay the income tax, but in this they have nothing on their patients 
who, no doubt, sit in the dental chair burdening their minds with the same 
worry. The writer offers no solution for the difficulty but opines that we haven’t 
seen anything yet—if the Marshall Plan ever goes into effect. 

The Woman’s Home Companion, in an article entitled “Bootleg Dentistry,” 
decries the deficiencies in controls over the new trade schools which are turn- 
ing out dental technicians in great numbers. There is such an oversupply now 
that the graduates of these schools are setting up their pwn laboratories with- 
out getting any real experience first. This article isn’t too badly written. It 
quotes from both the American Dental Association officials and the heads of 
the organized laboratories and has an authoritative tone. 

Dentistry can use a little of this newer brand of publicity and we hope that 
members of the Society will see fit to write to the editors of these publications 
and encourage more articles of this type. 
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Preliminary Program 


THE 83rd MIDWINTER MEETING 
of the 
CHICAGO DENTAL SOCIETY 


February 9-12, 1948 
STEVENS HOTEL 


OFFICERS, DIRECTORS AND MIDWINTER MEETING 
COMMITTEE CHAIRMEN 


Officers 


Directors 


Leo J. Cahill, 48 James E. Fonda, ’50 
Mefford J. Couch, ’49 Harold H. Hayes, ’50 
Harold C. Drummond, ’48 A. C. Kuncl, ’49 


Elmer Ebert, ’48 James D. Mershimer, ’49 


Chairmen of Committees for Midwinter Meeting 


Health and Educational Exhibits Division................0.60005 George F. Vogt 
Limited Attendance Clinics J. R. Carlton 


Exhibit Registration Committee. Joseph F. Gillmeister 


Ladies’ Entertainment Committee. Iver A. Oveson 


Reception Committee for Visiting Women Dentists............ Eugenia M. Sherry 
General Arrangements Committee... . Eric R. Lindholm 
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President A. Hartley 
: President obert J. Wells 
Vice-Pre W. Baumann 
Secretary Arno L. Brett 
Treasury Vincent B. Milas 
|| 


The Chicago Dental Society is pleased to announce the completion of prepara- 
tions for its 1948 Midwinter Meeting which will be held at the Stevens Hotel, 
February 9 to 12 inclusive. 


Those responsible for the various phases of this meeting have spared neither time 
nor effort in their endeavor to give you a well balanced program. 


We suggest that you study this Preliminary Program carefully so that upon 
arrival you will be prepared to see and hear those things that will be most bene- 
ficial to you. 


You are most cordially invited and we sincerely hope that you can arrange to 
be with us. 


Au IJuuitation 


Harry A. Hart wey, President 
ARNO L. Brett, Secretary 


REGISTRATION AND CREDENTIALS 


Leonarp L. Ryan, Chairman SyLvEsTER W. Cotter, Vice-Chairman 


WHO MAY REGISTER: 


All regular active, life, retired or honorary members in good standing of the Chicago 
Dental Society for the year 1948 (dues, if not paid previously, may be paid at the 
Registration Desk) ; 


. All associate members in good standing of the Chicago Dental Society for the year 


1948 ; 

All members of the Dental Corps of the United States Army, Navy, Public Health 
Service, or Veterans Administration who are members in good standing of the 
American Dental Association ; 

Other members of the dental profession who are members in good standing of the 
American Dental Association or a recognized foreign dental society upon payment of 
a registration fee of $3.00. Payment of this fee will entitle the registrant to all privi- 
leges of the meeting; 


. All applicants for membership in the American Dental Association, provided a writ- 


ten statement is presented from the Secretary of the local society in which his appli- 
cation is pending; 


. All dental assistants and dental hygienists who are members in good standing of their 


respective national associations, or who are employed by a member in good standing 
of the American Dental Association, or a recognized foreign dental society, provided 
evidence to that effect is presented in writing; 


. Laboratory owners and technicians upon presentation of evidence of membership in 


good ‘standing of a recognized state or national laboratory association, or upon written 
endorsement of a member of the American Dental Association; 


. Senior and junior students of recognized dental schools and colleges upon presentation 


of proper identification ; . 


. Members of the family of an American Dental Association member upon written 


endorsement ; 


. Lay persons upon filing an approved application form, endorsed by an American 


Dental Association member. 
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AFFILIATED GROUPS 


The organizations listed below will hold functions during the period of the meeting. Those 
designated with an asterisk will have headquarters rooms. 


ORGANIZATION 
Alpha Omega Fraternity* 


American Academy of Oral Pathology 
Meeting Feb. 8 


American Academy of Restorative Dentistry 
Meeting Feb. 8 
American Academy of Periodontology 
Meeting Feb. 7 
American Academy of Plastics Research in 
Dentistry 
Meeting Feb. 8 
American Association of Dental Editors 
Meeting Feb. 8 
American Association of Public Health 
Dentists 
Meeting Feb. 8 
American College of Dentists 
Meeting Feb. 8 
Luncheon Feb. 8 


American Dental Association Council on 
Dental Education 
Meeting Feb. 7 

American Dental Association Legislative 


Committee 
Meetings Feb. 7 and 8 
American Denture Society 
Meetings Feb. 7 and 8 
Chicago College of Dental Surgery 
Alumni Association* 
Luncheon Feb. 11 
Chicago College of Dental Surgery 
Class of 1918 
Dinner Feb. 10 
Chicago Dental Assistants Association* 


Delta Sigma Delta Fraternity* 
Dinner Feb. 8 
Illinois State Oral Hygienists Association* 


Institutional Dentists of Illinois 
Luncheon Feb. 10 
Morrison Hotel 
International College of Dentists 
Meetings Feb. 7 and 8 
National Board of Dental Examiners 
Meeting Feb. 7 
Northwestern University Dental School 
Alumni Association* 
Luncheon Feb. 11 
Northwestern University Dental School 
Class of 1923* 
Dinner Feb. 10, Palmer House 
Pierre Fauchard Academy 
Meeting Feb. 7 


CORRESPONDENT 


L. T. Weinshenker 
55 E. Washington St., Chicago 2 
Joseph L. Bernier 
Army Institute of Pathology 
Washington 25, D. C. 
W. A. Buchmann 
25 E. Washington St., Chicago 2 
C. E. Chamberlain 
Jefferson Bldg., Peoria 2, Ill. 
R. E. Libberton 
716 E. 75th St., Chicago 19 


Grace Rogers Spalding 
555 W. Maple Ave., Birmingham, Mich. 
C. Sebelius 
Tennessee Dept. of Public Health, 
Nashville 3, Tenn. 
O. W. Brandhorst 
4952 Maryland Ave., St. Louis 8, Mo. 
Edgar W. Swanson 
25 E. Washington St., Chicago 2 
H. H. Horner 
222 E. Superior St., Chicago 11 


George H. Fox 
222 E. Superior St., Chicago 11 


H. L. Harris 

E. 16th Ave. at Humboldt, Denver, Colo. 
W. A. Buchmann 

25 E. Washington St., Chicago 2 


Ambrose C. Brown 
1180 E. 63rd St., Chicago 37 


Edith Smith 

2401—55 E. Washington St., Chicago 2 
M. E. Zinser 

55 E. Washington St., Chicago 2 
Gretchen M. Eisenhardt 

55 E. Washington St., Chicago 2 
C. L. Daniels 

210 Blackhawk St., Aurora, Ill. 


Elmer S. Best 
_ Medical Arts Bldg., Minneapolis 2, Minn. 
Gordon L. Teall 
P.O. Box 71, Hiawatha, Kan. 
Charles W. Freeman 
311 E. Chicago Ave., Chicago 11 


A. F. Mastrud 
734 N. Austin Blvd., Oak Park 


Elmer S. Best 
Medical Arts Bldg., Minneapolis 2, Minn. 


(Continued on page 33) 
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General Session Program 


FIRST GENERAL SESSION MONDAY, 8:30 P.M. 


Presiding Officer 
Mitton Cruse, General Chairman, Midwinter Meeting 


Harry A. Hartley, President, Chicago Dental Society 


SECOND GENERAL SESSION WEDNESDAY, 9:30-10:30 A. M. 


Presiding Officer 
Paut C. SautsBury, Chairman, Program Committee 
Presentation of the Prize Essay 


Reading of the Winning Essay: 
Hardness of Enamel as Affected by Fluorides 
Ralph W. Phillips, Indianapolis, Indiana 
Presentation of the $500.00 cash award to Dr. Phillips, winner of the 
Seventh Annual Prize Essay Competition sponsored by the 


GOOD FELLOWSHIP 
DINNER 


GRAND BALLROOM WEDNESDAY, 7:00 P. M. 


Dinner 
and 
All-Star Show 


Tickets will be on sale at a special desk near the registration area. 
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HAVE YOU MADE YOUR HOTEL RESERVATION 


for the 


1948 MIDWINTER MEETING FEBRUARY 9-12? 


Accommodations are available at the following hotels during the period of pur 
1948 Midwinter Meeting: 


Minimum rate 
Hotel Double room ay bath 


Chicagoan, 67 W. Madison St 
Devonshire, 19 E. Ohio St 
Hamilton, 20 S. Dearborn St 
Harrison, 57 E. Harrison St 
Knickerbocker, 163 E. Walton St 
Maryland, 900 Rush St 

Midland, 172 W. Adams St 
Morrison, 79 W. Madison St 

New Lawrence, 1020 W. Lawrence Ave 
Parkway, 2100 N. Lincoln Park West 
Planters, 19 N. Clark St 

Plaza, 1553 N. Clark St 

St. Clair, 162 E. Ohio St 

Wacker, 111 W. Huron St 

Webster, 2150 Lincoln Park West 


Write directly to the hotel of your choice, or to the office of the Society, 30 N. Michi- 
gan Ave., listing at least five hotels at which you prefer to stay. Our Housing Com- 
mittee will do its best to obtain accommodations for you at one of the hotels you list 
as your preference. 


Your observance of the following rules will greatly assist this Society and the 
hotels in providing accommodations for all who wish to attend our 1948 
Meeting: 


1. Be sure to state the date of your arrival and departure. 

2. Share your room with another dentist from your community as the num- 
ber of single rooms available is very limited. 
Do not ask for more than one room unless you furnish the names of the 
occupants of the other rooms. 
Write to only one hotel for your reservation. 
Do not reserve a room until your plans to attend are assured. 
Cancel your reservation immediately if, for any reason, you find you will 
be unable to use it. 
Plan to check into the hotel before February 9. This will make it much 
easier to obtain your room upon arrival. 
Arrive on the date indicated in your confirmation. Reservations at all 
hotels are good only for arrival on the date indicated. 


os 

16 


LIMITED ATTENDANCE CLINICS 


J. R. Cariton, Chairman 


R. Jounson, Vice-Chairman 


The Limited Attendance Clinic program will be presented Monday and Tuesday mornings 
and Monday, Tuesday and Wednesday afternoons, February 9, 10 and 11. Each clinic will be 
of one and one-half hours duration; one session will be presented each morning and two sessions 
each afternoon. 

There will be a charge of $2.00 per clinic enrollment payable at the time of application. This 
charge is made to limit applicants to those whose attendance is definite and to partially defray ' 
the cost of this program. 

It is not necessary to fill out any formal application blank to enroll in one or more clinics. 
Simply drop a note to the Chicago Dental Society, 30 N. Michigan Ave., specifying the clinic 
or Clinics desired, giving as many selections as possible, both as to choice of clinics and choice of 
dates. Please refer to the program for the day or days each clinic is to be presented. All appli- 
cations must be accompanied by remittance of $2.00 for each clinic for which enrollment is 
sought. Those desiring to enroll are urged to apply early and to be as brief as is consistent with 
a full explanation. Applications will be time stamped and considered in the order of receipt. 
Upon assignment, applicant will be sent cards of admission. Fees paid are not subject to refund 
except upon cancellation of clinics by the Society. 

Applications received on and after February 2 will receive the same consideration as all 
applications received prior to that date except that, due to limitations of time, applications for 
clinics in which there are no vacancies will be cancelled automatically. No cards of admission 
will be mailed after February 2. Cards of admission for clinics in which there are vacancies 
will be held at the committee headquarters at the Stevens Hotel for delivery, upon demand, to 
the applicant. The committee cannot engage in correspondence with applicants whose applica 
tions are not in the committee’s hands before February 2. 


CHILDREN’S DENTISTRY 
1. Gold Restorations for Young Permanent Teeth 


Presented on Monday at 10:30 a.m. in Room 521 
Presented on Wednesday at 1:45 and 3:45 p.m. in Room 547 


Special emphasis will be placed on the usually troublesome restoration of frac- 
tured anterior teeth in child patients with due regard for large pulp chambers, 
esthetics and stability. Consideration will be given also to the restoration of hypo- 
plastic and badly broken down young molar teeth. In addition, the usage of mat 
gold foil as a filling material will be discussed. 


2. The Management of the Pulps of Injured Young Anterior Teeth 


JOSEPH T. +++++ANN ARBOR, MICHIGAN 


Presented on Monday at 1:45 and 3:45 p.m. in Room 509A 
nted on Tuesday at 10:30 a.m. in Room 545 


When a child is involved in an accident and suffers an injury to his anterior 
teeth, the treatment should be started immediately. Dentists, as well as parents, 
must understand that most of these teeth can be saved if the patient reports 
promptly. New, but highly scientific technics now are available for treatment. This 
clinic will present the technics to follow when young teeth involved in accidents 
are displaced, buried in their sockets, knocked out completely, their crowns frac- 
tured or their roots fractured. When these technics are employed, it is a rare 
instance that any young anterior tooth has to be extracted; even teeth, knocked 
out completely, can be replanted successfully. 
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Clinical Management of the Rampant Caries Case 


MAURY 
Presented on Wednesday at 1:45 and 3:45 p.m. in Room 509A 

Rampant caries is a reflection of systemic imbalance which occurs most com- 
monly at 4-9 years of age (deciduous denture) and at the teen age (permanent 
denture). Sugar control must be instituted before caries control can be achieved. 
This means elimination of between-meals sugar consumption in the form of candy, 
cake and soda-pop. Rational (not promiscuous), topical (not systemic), fluoride 
therapy can help control the initiation of new carious lesions. Natural oral prophy- 
laxis (detergent foods) plus artificial (tooth-brush) cleansing can lead to ade- 
quate oral hygiene. Rapid and good restorations (to be demonstrated) can repair 
the damage and stop its further progress. Rampant decay can be controlled. 


Operative Technic for the Child Patient 


Presented on Monday and Tuesday at 1:45 and 3:45 p.m. in Room 512A 
This presentation will be a portrayal of the organization of one’s time and 
operative procedures, including the management of the patient so that one may 
render good dental service for children quickly, amicably and profitably. 


Children’s Dentistry for the General Practitioner 


CHARLES A. SWEET......ceeesccseveses OAKLAND, CALIFORNIA 


Presented on Monday at 10:30 a.m. in Room 545 
Presented on Tuesday at 1:30 and 3:30 p.m. in Room 509A 


Patient management, anesthesia, pulp therapy, cavity preparation and restora-* 
tions of primary teeth will be discussed, using Kodachrome slides to illustrate 
operative procedures. 


PARTIAL DENTURES—CROWN AND BRIDGE 


Why Partial Dentures Fail 


ROBERT M. APPLEMAN.......... 


Presented on Monday at 10:30 a.m. in Room 509 
Presented on Tuesday at 1:30 and 3:30 p.m. in Room 516 


Perhaps many of the failures in partial denture construction may be found in 
our own back yard. Establishing a definite procedure before any work on the 
actual case begins will in many instances prevent costly remakes and embarrass- 
ment to both the dentist and patient. Colored slides and models of actual cases 
bring out the points set forth in this clinic. 


Full Mouth Reconstruction 


KENNETH 


Presented on Monday at 10:30 a.m. in Room 505 
Presented on Wednesday at 1:30 and 3:30 p.m. in Room 509 


Technic for the practical application of the Maxwell theory of occlusion in the 
treatment for the elimination of trauma and the restoration of the loss of vertical 
dimension will be presented. A method for the determination of the amount of 
vertical dimension which has been lost will be demonstrated. Casts of cases, 
successfully treated, will be shown. 


A Design for Bar Clasps 


Presented on Monday at 1:30 and 3: .m. in Room 516 
Presen on Tuesday Room 


The application of Roach design bar clasps in partial denture construction will 
be discussed, also tooth anatomy, illustrated by slides. The importance of the 
fundamental principles, essentials, indicators and contraindicators of the bar 
clasps in their proper relaticnship to partial denture construction will be pre- 
sented. 
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9. Full Mouth Reconstruction 


Presented on Monday ‘sat Tuesday at 1:30 and 3:30 p.m. in Room 513 

Types of restorative dentistry used successfully in full mouth reconstruction, 
namely: fixed, fixed removable, removable bridgework, partial dentures, inlays 
and crowns will be presented. Due consideration will be given the following vitally 
important factors in preserving the teeth and supporting structures: occlusion, 
‘articulation, balanced occlusion and adaptation. Special technic for increasing 
vertical dimension will be presented, illustrated with motion pictures. 


10. The Mucostatic Base and Denture 


Presented on Monday and Wednesday at 1:30 and 3:30 p.m. in Room 505 
This clinic deals with the problem of taking mucostatic impressions and, more 
important, what is required to make a successful denture from the impression. 
The solid unyielding mucostatic base brings with it other problems which require 
different handling to make a comfortable, wearable denture. Illustrated with 
motion pictures, clinical material and dentures constructed on a manikin. 


11. Abutments for Fixed Bridge Restorations 


A. O. KLAFFENBACH slOWA CITY, IOWA 


Presented on Monday at 1:30 and 3:30 p.m. in Room 512 
Presented on Wednesday at 1:30 and 3:30 p.m. in Room 513 


This clinic will include the factors which influence the current selection of 
abutments which will fulfill the bio-mechanical, functional and esthetic require- 
ments of the case; cavity or tooth preparation, retentive factors, paralleling, wax 


patterns, dies, sprueling, investing and casting. Illustrated with Kodachrome 
slides. 


12. Essentials in Fixed Bridgework 


MAX KORNFELD... LOUIS, MISSOURI 


penne on Monday at 1:30 and 3:30 p.m. in Room 517A 


This is a progressive clinic demonstrating by means of models and practical 
cases the essentials of the fixed bridge, taking into consideration the modern con- 
cepts of abutment designs, pontics, occlusal requirements, castings, etc., and also 


pointing out phases of this type of work most frequently overlooked and which 
lead to failures. 


13. Use of Hydrocolloids in Fixed and Removable Restorations 


GEORGE EDWARD MEYER. CHICAGO 
Presented on Tuesday at 10:30 a.m. in Room 505 
Presented on Wednesday at 1:30 and 3:30 p.m. in Room 512 


Practical cases Shiaailee a technic for the construction of inlays, fixed and 
removable reconstructions from the most ingenious use of true hydrocolloid im- 
pression material will be demonstrated. Casts are made from hydrocolloid impres- 
sions and the reconstruction is completed in its entirety with a minimum of in- 
convenience. Today it is possible to prepare multiple cavities at one sitting and 
the finished reconstruction inserted during the next appointment. This method 
is favored by the patient and is a definite time-saver for the dentist, his assistant 
and technician and will enhance the precisement, effectiveness and the quality 
of the end result which is so essential in the construction of exacting dental 
restorations. This presentation will deal only with, practical cases and patients 


with the finished restorations may be seen in my office the day ase the 
meeting. 


Presented on Monday and Tuesday at 1:30 and 3:30 p.m. in Room 509 
Color slides showing proper type abutments and pontics for use in problem 
bridge cases in non parallel abutments will be shown. Types giving most anchorage 
under unfavorable conditions and judicious use of certain type pontics will be 
demonstrated. Illustrated with slides on abutment preparation, showing steps in 
instrumentation. 
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Movement of Teeth to Facilitate the Placement of Crowns and Bridges 


ROBERT V. RIEMER... «CHICAGO 
Presented on Tuesday at 1:30 and 3:30 p.m. in Room 512 


Minor tooth movement can improve the esthetics and functional value of 
crown and bridge prosthesis. This can be easily achieved by the dentist in general 
practice. Here is a plan of treatment for patients with unsightly spaces between 
the upper anterior teeth or for improvement in appearance of patients with con- 
genitally missing upper lateral incisors. “Before and After’ pictures will serve as 
visual records of these cases involving the anterior teeth where esthetics is of 
major concern. 


Obtaining Longevity in Fixed Restorations 
BENEDICT F. SAPIENZA .»+-BIRMINGHAM, ALABAMA 
Presented on Tuesday at 1:30 and 3:30 p.m. in Room 549 


Among the main points covered in this presentation will be: diagnostic pro- 
cedures, surgery in fixed bridgework, chief cause for failure in the modern fixed 
bridge, evolution of the gold crown and the fixed bridge, frictional vs. non- 
frictional retention in castings, double abutments, simplifying the construction of 
the full cast crown, the porcelain veneer crown. 


PERIODONTIA 
The Practical Treatment of Periodontoclasia 


BERNARD D. FRIEDMAN . ee eee eee CHICAGO 
Presented on Monday and Tuesday at 1:45 and 3:45 p.m. in Room 513A 


This clinic will present the importance of occlusion in the successful treatment 


of periodontoclasia, the importance of prophylaxis in the successful treatment of 
periodontoclasia, the importance of diagnosis in the successful treatment of the 
various stomatitis in the mouth and the importance of home care. 


Diagnosis of Periodontal Disease 
JOHN H. GREENE....... PHILADELPHIA, PENNSYLVANIA 
Presented on Tuesday and Wednesday at 1:45 and 3:45 p.m. in Room 517A 
The periodontal tissue is the first bodily structure to exhibit the presence of 
faulty systemic metabolism. The beginning clinical evidences of periodontal dis- 
ease are (a) age of infection, (b) usual progress of the development of perio- 
dontitis, (c) rapidity or time factor in development, (d) factors concerned in the 


various phases. Clinical differentiation of etiological factors will be presented and 
consideration of the unusual and dangerous types of periodontal lesions. 


Diagnosis and Treatment of Periodontal Involvements 
HOWARD A. HARTMAN . CLEVELAND, OHIO 
Presented on Tuesday and Wednesday at 1:45 and 3:45 p.m. in Room 515A 
This clinic will discuss basic principles involved in treatment planning based 


on etiological factors. Various types of treatment will be discussed. Clinic will be 
illustrated by Kodachrome slides. 


An Analysis of Periodontal Treatment 
DONALD E. KELLOGG CHICAGO 


Presented Monda ; d 3: -m. in R 
An effort will be made to analyze the treatment of the periodontal pocket and 
will evaluate some of the methods used ranging from the very conservative to the 
completely surgical approach of the problem. A movie will be shown wherein 
some of these methods are compared. 
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21. Diagnosis and Treatment of Periodontal Disease 


S. A. BONEBRAKE, M. R. FALSTEIN, JOSEPH W. GORDON, R. E. KADENS, ERNEST L. IRISH, 
WALTER J. NOCK, FREDERICK W. SCHULZ AND MAX L. SCHULSON..........+.+.+.+CHICAGO 
Presented on Monday at 1:45 and 3:45 p.m. in Room 539A 
Presented on Tuesday at 10:30 a.m. in Room 556 
This clinic will present complete x-ray diagnosis, prophylaxis, surgery for the 
pocket removal, drugs used to control epithelial growth, post-operative care, home 


care, tooth brush drill, interdental stimulation and corrective appliance for 
bruxism. 


22. Surgical Gingivectomy 
Presented on Tuesday at 1:30 and 3:30 p.m. in Room 505 


Development of deep pockets is one of the main disturbances which occur in 
periodontal diseases. These deep pockets have to be eliminated, and one method 


to do this is surgical gingivectomy. Surgery and post-operative treatment will be 
discussed. 


OPERATIVE DENTISTRY 
23. Restorations with Gold Inlays 


Presented on Monday at 1:45 and 3:45 p.m. in Room 54) 
Presented on Tuesday at 1:45 and 3:45 p.m. in Room oa 
This clinic will stress some of the requirements in making good castings, giving 
special attention to the consideration of the physical properties of the materials 
used in inlay construction. Some important features in wax manipulation and 
water-power ratio in investing will be discussed. The treatment of the investment 
and the alloy in making the actual casting will be given consideration. 


24. Clinical Procedures that Affect Amalgam Restorations 


Clinic will be presented, augmented with slides, which clearly demonstrate the 
practical management of amalgam. Since a dry field is advantageous, special 
consideration will be given to the application of the dam, and to proper molar 
and gingival clamps. Cavity preparation for proximo-occlusal and gingival 
restorations will be discussed. Matrix adaptation for multi-surfaced cavities 
will be demonstrated, emphasizing an anatomical proximal surface of the band. 
Selection of alloys and equipment for correct ratio trituration will be dem- 
onstrated and discussed. Class II and Class V restorations will be built showing 
instrumentation and carving. Newly designed form instruments for extensive 
gingival and occlusal extensions will be demonstrated. 


25. Inlay Investing Technic 
Presented on Monday and Tuesday at 1:45 and 3:45 p.m. in Room 547 


The clinic will consist of a demonstration in investing a wax pattern and carry- 
ing the process through to a finished casting. The méthod used will be one utiliz- 
ing vacuum investing and hygroscopic expansion. 


26. Procedures for Making Positive Gold Inlays 


Presented on Monday and Wednesday at 1:30 and 3:30 p.m. in Room 549 : 


The clinic will demonstrate inlays that positively fit, fulfill all requirements as 
to accepted standards and produced painlessly, rapidly, and artistically, using 
diamond instruments. This is a new approach to cavity preparation, indirect 
pattern taking, model making, carving and casting. This is a simple, rapid step by 
step technic that over a period of twenty years has proven its merit. 
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Presented on Monday at 1:45 and 3:45 p.m. in Room 546 ae 

Presented on Monday and Tuesday at 10:30 a.m. in Room 522 Sie 
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27. Restoration of Upper Anterior Teeth with Gold Inlay and Porcelain 


Presented Tuesday at 10:30 a.m. in Room 523 
Presented on at 3:45 p.m. in Room 546 
Steps in the procedure will be demonstrated on large models and natural teeth 
with preparations and castings. This demonstration will be followed with the 
showing of colored moving pictures of an actual case and the showing of colored 
slides of several cases before and after treatment. 


ROOT CANAL 
28. Root Canal Therapy 


LESTER E. KALK, VINCENT B. MILAS AND T. C. STARSHAK...-2++-eeee0% » CHICAGO 
Presented on Monday at 1:45 and 3:45 p.m. in Room 505A 


This clinic will present practical and conservative procedures in root canal 
therapy for the general practitioner. This will be followed by a group clinic dem- 
onstrating the mechanical and therapeutic technic, consisting of instruments and 
instrumentation in removing the vital pulp and filling the canal, or treatment 
of the putrescent pulp and filling of the canal. 


RADIOGRAPHY 
29. Radiodontic Technic 


ROBERT R. FOSKET 


Presented on Tuesday at 10:30 a.m. in Room 546 
Presented on Wednesday at 1:45 and 3:45 p.m. in Room 512A 


The clinic on radiodontia will include a discussion of the technic used for 
making intraoral and extraoral radiographs. The importance of using correct 
angles of projection and a correct film placement will be emphasized: The technic 
for the laboratory or dark room processing will also be included. 


30. Better Interpretation from More Accurate Radiographs 


RENE ROCHON... .+..+.+GROSSE POINTE, MICHIGAN 
Presented on Monday at 10:30 a.m. in Room 546 
Presented on Wednesday at 1:45 and 3:45 p.m. in Room 513A 

The most important factor in the interpretation of radiographs is readable 
radiographs. This information should be obtained from a complete survey and not 
from a hit and miss radiodontic examination. Time consumed in the making of 
such a survey plus the unsatisfactory results obtained when working under the 
pressure of a busy practice have discouraged many of us from the full use of 
radiography in every day practice. This fact points to the need of a simple and 
accurate procedure, one which would save time as well as produce better re- 
sults. The technic which will be presented during this clinic will not only enable 
you to produce a complete survey well within twenty minutes, but its accuracy 
will additionally enable you to produce more readable radiographs crisp and full 
of information. 


PHOTOGRAPHY 


31. Clinical Photography Applied to Dentistry 


, HOWARD A. HARTMAN OHIO 
Presented on Monday and Tuesday at 10:30 a.m. in Room 547 


Composition, clarity, painting with light, are the key points of any clinical 
picture. Any clinical picture must have audience appeal. This clinic will discuss 
these points in detail and will consider type of cameras suitable, lighting, ex- 
posure, films, composition and application to dentistry. Clinic will be illustrated 
with Kodachrome transparencies. 
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PRACTICE MANAGEMENT 
32. Practice Building Through Credit Granting 
Presented on Monday at 10:30 a.m. in Room 556 
Presented on Tuesday at 1:45 $:45 p.m. in Room 539A 

Clinic will include discussion of the importance of credit dentistry as to how 

it will increase patient load, increase new patients, elevate old patients into a 

higher fee bracket and eliminate misunderstanding over fees. Practical forms and 


notes will be presented, also competitive charts and graphs of health credit 
vs. consumer credit. 


How to Build a Successful Practice 


GAYLORD J. JAMES........4. ees .CLEVELAND, OHIO 
Presented on Tuesday at 1:45 and 3:45 p.m. in Room 521A 
Presented on Wednesday at A and 3:45 p.m. in Room 539A 
Closely related to the individual definition of success is also an individual 
economic consciousness. This should be under ethical control but at the same 
time must be fully appreciated and used in daily contacts, otherwise the standards 
of practice, the standard of living and the retirement program suffer as a result. 


34. Some Business Methods of Conducting a Dental Practice 


WALLACE N. KIRBY. ++++++DOWNERS GROVE, ILLINOIS 
Presented on Monday and Wednesday at 1:30 and 3:30 p.m. in Room 521A 


This clinic will demonstrate: A method of analyzing office records to determine 
economic trends and the soundness of any individual dental practice; a simple 
time study method; a technic for handling appointments and recalls; an outline 
of common office difficulties, with a discussion of their prevention and treatment; 
an individual method of patient education. 


Maintaining a Prefitable Practice 


WILLIAM N. MILLER.......+.. MICHIGAN 
Presented on Monday and Wednesday at 1:30 and 3:30 p.m. in Room 524A 


This clinic will present the value of thorough prophylaxis procedures, carefully 
studied diagnosis; accurately determined financial arrangement; skill and integrity 
in completion of case; continuous follow-up of patient’s home care; recall system 
that is nearly perfect; value of enclosures with statements. 


ORAL SURGERY 
Oral Surgery of Interest to the General Dentist 


This clinic will be a discussion of arriving at a correct diagnosis, choice of a 
suitable anesthetic, proper pre-operative care, predetermined operative procedure, 
and proper post-operative care followed by a series of lantern slides showing ab- 
normal and pathological conditions commonly seen in the mouth and how they 
are treated. 


Practical Procedure in Oral Surgery 

P; ted Monday at 1o: -m. in R 
Presented on Tuesday at 1:0 and §:30 p.m. in Room 501 

A discussion of problems that are encountered in the general practice of den- 
tistry will be presented. Diagnosis and conditions in arriving at the best opera- 
tive time in oral surgery cases; management of infections of the teeth, jaws and 
adjacent soft tissues; choice of anesthetic and medication; forcep and elevator 
technic ; use of bi-bevel drill and impactor for bone removal and the division of 
impacted teeth; correct manner in making the flap operation will be discussed. 
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LYLE F. ASELTINE 
Presented on Monday at 1:30 and 3:30 p.m. in Room 521 = 

Presented on Tuesday at 10:30 a.m. in Room 513 7 
37. 
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38. Removal of Root Tips fom the Antrum 


HARRY C. BROWN... s BLOOMINGTON, ILLINOIS 


Presented on Tuesday at 10:30 a.m. in Room 521 
Presented on Wednesday at 1:45 and 3:45 p-m. in Room 545 
This clinic will not only demonstrate the removal of root tips and other foreign 
bodies from the antrum, but by the use of skulls and disarticulated bones of the 
skull will endeavor to show how by careful technic most of these accidents can be 
avoided. Anesthesia and radiographic technic will also be discussed. 


39. Surgical Procedures in Removal of Impacted Teeth 
H. NEWMAN CALIFORNIA 


Presented on Monday at 10:30 a.m. in Room 513 
Presented on Wednesday at 1:30 and 3:30 p.m. in Room 521 
The clinic will be illustrated and the various surgical procedures in the removal 
of impacted teeth will be discussed. 


40. Oral Cysts 


CEDRIC K. DITTMER. s CHICAGO 


Presented on Tuesday at 10:30 a.m. in Room 512 
Presented on Wednesday at 1:30 and 3:30 p.m. in Room 516 
This presentation will be a discussion of cysts common to the oral cavity. There 
has been much confusion in the literature due to the numerous and varying 
classification of cysts of the jaws. This clinic will familiarize the dentist with the 
various types of cysts, their roentgenographic appearance, methods of diagnosis 
and treatment. Slides will be shown. 


41. Root Resection: Indications and Contraindications . 


The discussion will cover a brief history of the early attempts at surgical elimi- 
nation of apical infection. The effect of the development of x-ray, local anes- 
thetics, vaso-constrictors and surgical technics. Indications, contraindications 
and detailed treatment procedures, as well as postoperative results. Indications 
and contraindications will be demonstrated by x-ray pictures and the surgical 
technic by the use of a motion picture. 


42. Oral Surgery Principles of Interest to the General Practitioner 


LESLIE M. FITZGERALD. sDUBUQUE, IOWA 


Presented on Monday and Tuesday at 1:45 and 3:45 p.m. in Room 522 


The presentation will deal principally with the pre-operative and post-operative 
care of oral surgery cases handled in the office of the general practitioner of den- 
tistry, together with suggested emergency measures in the treatment of accidents 
or complications that may occur. Bring a list of questions for discussion by the 
group. 


43. Scientific Preparation of the Mouth for Immediate Dentures 
RALSTON I. LEWIS. s CHICAGO 
Presented on Tuesday and Wednesday at 1:45 and 3:45 p.m. in Room 534 


This clinic will discuss models showing mouth preparation for immediate den- 
tures to re-establish centric and vertical relations; slides showing operative pro- 
cedure; a short movie of an immediate denture case under gas-oxygen anesthesia; 
medicines used to create or stop hemorrhage, also drugs used for pre-medication 
and drugs used post-operatively; instruments, sutures, etc. 
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44. Management of Dental Infections 


Presented on Wednesday at and pan. in Room 
This clinic will discuss the cause of dental infections; anatomical consideration 
related to infection of dental origin; relationship of general pathology; treat- 
ment and management (including supportive and antibiotic therapy) ; surgical 
procedure and pre-operative and post-operative care; anesthesia in infection cases ; 
and the relationship and cooperation between the dentist and physician. 


45. Pathology and Surgery of the Mouth 


Presented on Monday at 10:30 a.m. in Room 516 
Presented on Tuesday at 1:45 and 3:45 p-m. in Room 545 
This clinic will present some of the diagnostic and surgical problems encoun- 
tered in general practice. Included will be some less common conditions with 
which the dentist should be acquainted. Discussion will also include the relation- 
ship between various systemic diseases and oral changes. Illustrated with slides. 


46. Difficulties Encountered in Everyday Extractions 


Presented on Monday and Wednesday at 1:45 and 3:45 p.m. in Room 523 


Difficulties are encountered in everyday extractions. They confront the special- 
ist as well as the general practitioner. X-Ray interpretation and patient charac- 
teristics often give us an insight as to the probabilities of trouble. These will be 
enumerated and discussed. After difficulties are encountered they will be classi- 
fied and an outline of the methods employed by the clinician to answer these 
problems will be presented. This is a practical clinic dealing with our everyday 
problems. The only intelligent difference between the specialist and the general 
practitioner is that the specialist has had the opportunity to concentrate his 
efforts on a few problems. This clinic is the result of this concentration. 


FULL DENTURES 


47. Immediate Insertion of Full Dentures with Labial Gum 


WILMOR B. 


Presented on Tuesday and Wednesday at 1:30 and 3:30 p.m. in Room 505A 


This clinic will present importance, indications and contraindications; accuracy 
of adaptation to all parts of maxilla and mandible essential; more exacting im- 
pression technic than in edentulous mouths; simple, efficient, inexpensive guide 
for tissue removal; accurate method for reproducing labial contour; surgery and 
post-operative treatment. Using this method, rebasing is rare for four or five 
years in normal mouths. 


48. Full Immediate Dentures with Special Attention to Facial Features 


RALPH G. PETERSON... MINNEAPOLIS, MINNESOTA 


ROBERT M. WIENER CHICAGO 


DON E. KANSAS CITY, MISSOURI 


ee ee eee ee s+TORONTO, ONTARIO 


HERBERT L. NEWTON, MASSACHUSETTS 


Presented on Monday and Wednesday at 1:30 and 3:30 p.m. in Room 561 


This clinic will present prosthetics and systematic surgery with attention to the 
removal of infection. Lecture brings out some interesting points as to why dentures 
should be placed immediately, and that retention of ridges and facial features 
depend upon muscle balance, function and the general health of the patient. 
Illustrated with motion pictures. 
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49. Registering the Denture Space without Masticatory Effort 


ROBERT R. GILLIS. se HAMMOND, INDIANA 


Presented on Monday at 1:30 and 3:30 p.m. in Room 556 
Presented on Tuesday at 1:30 and 3:30 p.m. in Room 553 


“Taking the bite” via voluntary masticatory movements usually results in 
error. Employment of homomuscular functions affords a safer method for the 
determination of occlusal relations and vertical dimension. This technic affords 
an assured solution for the problems of “bite taking’ which in the past have been 
so frequently confused and non-compliant with biological and physiological needs. 


50. The Form, Function and Construction of the Periphery of the Full Lower Denture 


HAROLD L. HARRIS... sDENVER, COLORADO 


Presented on Tuesday at 10:30 a.m. in Room 534 
Presented on Wednesday at 1:30 and 3:30 p.m. in Room 556 


This clinic will discuss the author’s impression technic, step by step, for the 
full lower denture, illustrated by models of each step. This clinic will stress the 
importance of the periphery of the full lower denture, emphasizing the outline, 
form, function and construction. 


51. Fundamentals of Full Denture Construction 


Presented Tuesday at 1: d 3: -m. in R 

Fundamentals in any endeavor are a prerequisite to success. A knowledge of 
the physical factors entering into denture retention; the physical properties of 
materials used; the anatomy and histology of the areas covered by the full den- 
tures; and the direction and extent of mandibular movements, positional relations 
and occlusion are necessary fundamentals to scientifically construct a dynamic and 
esthetic full denture. The practical application of these basic facts to a technic will 
be shown by charts and models. 


52. Let us Reason Together About this Denture Problem 


Presented on Monday and Tuesday at 1:30 and 3:30 p.m. in Room 507A 


A step by step denture technic with all the answers solved before processing 
the denture will be demonstrated. Certain well known facts, some as old as den- 
tistry itself, have been correlated. No man can claim priority. The clinic will re- 
view impressions (type and kind), tracings, stabilized baseplates, functional bite, 
flat plane occlusion and type of tooth to be used. Illustrated by Kodachrome slides. 


53. Fundamentals of Full Denture Construction 


FRANK A. St. LOUIS, MISSOURI 


Presented on Monday at 10:30 a.m. in Room 534 
Presented on Tuesday at 1:30 and 3:30 p.m. in Room 556 


Clinic will show a Kodachrome motion picture describing each step in detail 
in the construction of an upper and lower denture from the impressions to the 
finished denture being inserted in the patient’s mouth. Following the picture a 
technic whereby lower dentures can be stabilized in all functional positions will 
be explained. Proper anatomical outline and floor level by means of charts and 
models will also be stressed. 


54. Occlusion in Full Dentures 


JONAS WHITMER,. sOREGON, MISSOURI 
Presented on Monday and Wednesday at 1:30 and 3:30 p.m. in Room 553 


This clinic will present a professional service technic as defined by Gysi, which 
employs equalized functional plaster check bites, point tracings, face bow, etc. Oc- 
clusion corrected and perfected on adapted articular after transfer from flasks. 
The opportunity for research, invention and first hand understanding of the 
occlusal problem will be better understood. 
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ESSAY PROGRAM 


Lester W. Boyp, Chairman KENNETH C. Wasusurn, Vice-Chairman 


Monday Morning 


Full 


Stabilized Bases: Centric Relation Coordinated to an Adaptable Articulator 


Partial and Bridge 


Full Mouth Reconstruction 
JEROME M. SCHWEITZER.. ..NEW YORK 


Oral Hemorrhage: Its Cause and Control 
KURT H. THOMA..... BOSTON, MASSACHUSETTS 


Operative Dentistry 
Meeting Operative Demands of Today with a Standardized —: Technic 


Practice Management 


General Practice Management 
TOM P. MULLINS. CHADRON, NEBRASKA 


O,thodontia 


A Clinical Viewpoint of the Problems in Treatment 


Treatment of Periodontosis by Gingivoplasty 
LEVON M. SAGHIRIAN...... PHILADELPHIA, PENNSYLVANIA 


Oral Manifestations of Nutritional Deficiencies 


Children 3 Dentistry 


Operative Technic and Office Procedure for the Care of the Child Patient 
The Management of the Child Patient in the Dental Office 


CLAUDE W. «+ MINNEAPOLIS, MINNESOTA 
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Tuesday Morning = 


Full 


Why the Necessity for Accurate Balanced and Functional Occlusion 

The Hinge Axis of the Mandible and a Method of Locating It 


The Use of Hydrocolloids in Inlay and Bridge Prosthesis 

Some Aspects of the Mucostatic Principle 


Oral Surgery 


Surgical Procedures in the Removal of Impacted Teeth 
H, NEWMAN ..... HOLLYWOOD, CALIFORNIA 


Management of Morbid Processes of the Jaws 


O, erative Dentist 


Amalgam Restorations 


Cast Gold Inlays 


WILLIAM H. CRAWFORD. ++++MINNEAPOLIS, MINNESOTA 


Greater Information from a Cause and Effect Approach to Rediodontic Interpretation 


ractice Management 


Strategy in the Handling of Patients 

“The Third Vest Button” in Practice Management 


O,thedontia 


What the General Practitioner Wants to Know About Orthodontics 
Significant Factors Affecting the Growth and Development of the Face 


Periodontal Treatment for the General Practitioner 


Miscollancons 


Mouth Cancer and the Dentist 


Clifden Dentistry 


The Economics of Children’s Dentistry 


Full 


Processing of Plastic Denture Bases 


Partial and Bridge 


A Biologic Concept of Fixed Partial Dentures 


Oval Surgery 


Tumors of the Mouth 


P, ractice Management 


Practice Building Through Credit Granting 


O.-thedontia 


Factors Influencing the Dento-Facial Complex 


Thursday Morning 


3 Dentistry 


A New Practical Cavity Preparation in Primary Teeth of Interest to the General 
Practitioner 


Peripheral Outline of the Lower Denture 

Full Denture Construction 


Partial and Bridge 


A Consideration of Some of the Essential and Fundamental Factors Involved in the 
Fixed Bridge 
Obtaining Longevity in Fixed Bridge Restorations 
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Dental Cysts 


Partial and Full Alveolectomies 


Anti-biotic Agents in Dentistry 


Operative Dentistry 


Silicate Restorations: Their Uses and Correct Manipulation 


X Rey 


Roentgenology as it Pertains to Diagnostic Operative Dentistry 


P, ractice Management 


Audio-Visual Dental Presentation 


O,thodontia 


A Method of Clinical Observation Indicating Disharmony Between Centric Relation 
and Centric Occlusion 


Differential Diagnosis of Class II, Division I 
HERBERT I. MARGOLIS. MASSACHUSETTS 


Periodontitis: Outline of Treatment 


Latest Developments in the Biologic Production of Ammonia in Relation to 
Dental Caries 


ROBERT G. KESEL.. sCHICAGe 


Research in Dental Caries 


. 
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GENERAL CLINICS 


R. Wayne Covatt, Chairman Harry W. Curonguist, Vice-Chairman 


Tuesday, 2:00 to 5:00 p.m. 


Opera tive Dentistry 


Why Not Use Gold Foil in Your Practice? é 
An Indirect Impression Technic for Multi-surface Cavities 
Positive Inlay Technic Procedure 
B. PLACEK, ROBERT LEININGER AND HUGO CHOTT...............- 
The Art in Casting an Axial Porcelain or Acrylic Veneer Crown, and the 
Implications of the Cementomechanical Anchorage 
Plastic Inlay Impressions and Patterns 


Children 3 Dentistry 


Gold Castings and Space Maintainers 

The Use of Space Maintainers in Children’s Dentistry 

Simplified Method for Construction of Gold and Acrylic Space Maintainers 

Dentistry for Children 

Snyder’s Colorimetric Test for Caries Activity 

Treatment of the Child’s Fractured Anterior Tooth and Immediate Gold Inlays 

for Buccal-Pit Cavities 

SAMUEL STULBERG.. 


An Impression Technic for Immediate Dentures 


«PEORIA, ILLINOIS 


Roofless Dentures 


A Practical Method of Restoring Lost Function in Edentulous, as Well as 
Partially Edentulous Patients 


©. J. GATES. FORT APRINSON, WISCONSIN 
Rotation Center Transfer to an Articulator. Mounting in Patient’s Median Line 
Center. Articulator Set to Patient’s Primary Path 
Vertical Dimension and Occlusion Restored by Means of a Lower Partial Denture 
Stabilized Lower Full and Partial Denture 


A Rebuilding Denture Technic 


Full Denture 

Vertical Dimension in Denture Construction 


Selling the Patient Completely on All Phases of Denture Service; Their First New 
Dentures and the Need of New Dentures for Old 
Metal Inserts for Lower Full Dentures 
W. E. WILSON..... 
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Partial and Bridge 


Partial Castings and Hints on Castings and Designs 

Various Retention Forms for Fixed Bridge Abutments 

Roach Design Bar Clasps 

Removable Bridge, Showing Various Clasp Designs, Unilateral Bridges, 

Where All Teeth Are Missing Distal to Bicuspids 

The Preservation of Abutment Teeth for Partial and Removable Appliances 

Veneer Crowns and Pontics in Fixed Bridge Construction 

A Simple Solution to a Removable Bridgework Problem. A Method by Which an 

Inlay Can be Made to Fit Clasp, Rest and Cavity 

Acrylic Crown and Bridgework 

Bridge Abutments 

Better Bridges in Less Time 

Crown and Bridge Impression Technic Using 3 in 1 Cream 


Surgery 


A New Hemostatic Agent 

Elevator Technic in All Its Phases 

Molar Root Dividing with Molar Root Dividers in Adults and Children 

Radicular Cysts; Their Occurrence and Treatment 

Intra-Oral Suturing (Types of Sutures, where Indicated, and Technic of Insertion) 

Removal of Mandibular Impacted Third Molar (Sectional Method) 

An Absorbable Sponge and Thrombin as a Hemostatic Agent and as a Carrier 

for Penicillin 

Cysts: Development and Treatment 

Extra-Oral Pin Fixation for Fractures of the Mandible 


Indications and Contra-indications for Orthodontic Treatment of Mixed Dentition Cases 
- Orthodontic Habit Breaking Appliances for Use by the General Practitioner 
Significant Features in Diagnosis and the Proper Time to Undertake Treatment 
of Dental Malocclusions 


Facial Changes in Orthodontic Treatment 

Orthodontia 

Problems of Occlusion 
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Periodontia 


Practical Management of Periodontal Diseases 
E. A. ARCHER... 


Pocket Elimination 
DONOVAN W. BROWN 


Diagnosis of Periodontal Diseases 
MICHAEL DE ROSE 


Periodontia 
SAMUEL H. GOODFRIEND...... 


Occlusion as Related to Periodontal Disturbances 
LEON D. ROSENFELD...... 


Fundamentals in Periodontia 
ROBERT N. TANIS........0.. 


Periodontia in General Practice 
RANDALL L. WESCOTT... 


Practice Management 
Occupational Credit Lists of Interest to the Dentist 
LLOYD H. DODD 


Presentation of Services 
N. MANLEY ELLIOTT 


Educating the Denture Patient 
ROBERT J. POLLOCK 


Root Conall 


Root Canal Therapy with Benzylog 
GERARD J. CASEY 


AFFILIATED GROUPS 
(Continued from page 14) ° 


Psi Omega Fraternity* Lester E. Kalk 

Dinner Feb. 8 5500 S. Halsted St., Chicago 21 
St. Louis University Alumni Association Martin Rippe 

Luncheon Feb. 11, Blackstone Hotel 3542 Arsenal St., St. Louis 18, Mo. 
Tau Epsilon Delta O. M. Dresen 

Evening Meeting Feb. 10, 735 N. Water St., Milwaukee, Wis. 

Blackstone Hotel 
Upsilon Alpha Sorority Mary Newell 

Meetings Feb. 7 and 8, Sheraton Hotel 55 E. Washington St., Chicago 2 

University of Illinois College of Dentistry* G. Walter Dittmar, Jr. 

Luncheon Feb. 11 808 S. Wood St., Chicago 12 
Xi Psi Phi Fraternity* Frank A. Farrell 

Dinner Feb. 8 757 W. 79th St., Chicago 20 


ILLINOIS 
ILLINOIS 
: 
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QUESTION AND ANSWER PROGRAM 


The Question and Answer Program is designed to meet the need for authoritative, concise 
answers to especially knotty problems of every day practice and will be presented on Tuesday, 
Wednesday and Thursday afternoons between 1:30 and 5:00 o'clock. Each session will cover a 
recognized field and will be of one and one-half hours’ duration. An outstanding authority, 
designated as the speaker, will head each session and give brief answers to a previously pre- 
pared list of questions. When the speaker has finished answering all the questions, for which 


one hour is allotted, the balance of the period will be devoted to answering supplementary 
questions from the audience. 


Space limitations do not permit us to list all the questions to be answered in the various 
sessions but their informative and intensely practical nature is exemplified by the following 


specimen. The lists of questions for all sessions will appear in the official program to be dis- 
tributed at the meeting. 


SPECIMEN SESSION 
THE USE OF HYDROCOLLOIDS IN INLAY AND 
BRIDGE PROSTHESIS 
. Where are hydrocolloid impressions indicated ? 


. Is the proper timing and chilling of hydrocolloid impressions 
important? 


3. Are water cooled trays necessary? 
. Is accurate temperature control necessary? 


5. Must hydrocolloid impressions be run up immediately after 
taking? 


. Can any hydrocolloid materials be used? 
. Do all hydrocolloids have same temperature controls? 


8. Is it necessary to have special equipment for hydrocolloid 
technic? 


. Is the tempering of hydrocolloid necessary? 
. Is it necessary to use potassium sulphate as a fixer? 


SCHEDULED SESSIONS 


Operative Dentistry 


Speaker 


Manipulative Points the Amalgam Worker Wants to Know Claude C. Cannon 
Cast Gold Inlays William H. Crawford 
Silicate Cement George W. Ferguson 


Partial and Bridge 


The Use of Hydrocolloids in Inlay and Bridge Prosthesis Walter A. Buchmann 
Full Mouth Reconstruction Jerome M. Schweitzer 
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Oral Surgery 


Anti-Biotic Agents in Dentistry 

Problems of Oral Surgery Confronting the General 
Practitioner 

Tumors of the Mouth 

Hemorrhage and Its Treatment 


Roentgenology as it Pertains to Diagnostic Operative 
Dentistry 


Childrens Dentistry 


Questions Asked by Parents Relative to Children’s Dentistry 
Economic Importance of Children’s Dentistry 


O,thedentia 


What the General Practitioner Wants to Know About 
Orthodontia 

What Factors Determine Whether or not Expansion is 
Necessary in the Treatment of an Orthodontic Case 

What Factors Govern the Proper Time to Commence 
Orthodontic Treatment 


Full 


Vertical Stabilized Bases and Intra-oral Tracing Technic 
Balanced Occlusion in Full Dentures 

Strategy in the Handling of Patients 

Immediate Denture Treatment 


Prriadentia 


Periodontal Treatment for the General Practitioner 
Periodontitis: Outline of Treatment 
Treatment of Periodontosis 


P, ractice Management 


General Practice Management 
Audio-Visual Dental Presentation 


Fred A. Henny 
William L. Shearer 


Carroll W. Stuart 
Kurt H. Thoma 


Lee Roy Main 


Claude W. Bierman 
Harry M. Klenda 


George W. Hahn 
Ben L. Herzberg 


Frank J. Krivanek 


John W. Geller 
Fred S. Meyer 
Cecil H. Bliss 
James H. Pearce 


Floyd E. Lytle 
Maynard K. Hine 
Levon M. Saghirian 


Tom P. Mullins 
William H. Saeger 
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SCIENTIFIC EXHIBITS 


Wa ter R. ScANLAN, Chairman 


Sicmunp F. Brapet, Vice-Chairman 


Correlation in Dental Teaching 
Chicago College of Dental Surgery, Loyola University School of Dentistry 

Clinical Survey of Amalgam Failures. Effect of Fluorides in the Hardness of Enamel 
Indiana University School of Dentistry 

Functional Analysis of Occlusion 
Northwestern University Dental School 

Technic for Topical Application of Sodium Fluoride 
State Department of Public Health, Division of Public Health Dentistry, Springfield 

Oral and Cosmetic Prosthesis 

Veterans Administration Hospital, Hines, Illinois 


HEALTH AND EDUCATIONAL EXHIBITS 


F. Voct, Chairman 


WineEBERG, Vice-Chairman 


American Cancer Society (Illinois Division) 
Cancer of the Mouth 


American Dental Association 
Dental Health Education Materials 


American Dental Assistants Association 
Your Dental Health Policy 


American Dietetic Association 
Nutrition 


American Medical Association, Council on Pharmacy and Chemistry 
Uses and Abuses of Barbiturates and Modern Therapy 


American Red Cross (Chicago Chapter ) 
Red Cross Educational Services 


Chicago Dental Assistants Association 
The Dental Assistant: Your Asset 


Chicago Heart Association 
Help Save Hearts 


City of Chicago Health Department (Dental Hygiene Unit) 
Activities of Dental Hygiene Unit 


- Committee on Dental Health Education 
The Community Dental Health Program 


Illinois. Association of Chiropodists 
The Cause of Foot Ailments and Its Effects on the Human Body with Special Reference 
to Posture 


Illinois State Dental Hygienists Association 
Educational Status of the Dental Hygienist 


Junior Dental Hygienists of Northwestern University Dental School 
Educational Program of the Dental Hygienist 


Tuberculosis Institute of Chicago and Cook County 
Have Your Chest X-Ray 
X-Ray Shows Tuberculosis 
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VISUAL EDUCATION 


A Program of Motion Pictures 


Rosert F. Tuck, Chairman 
R. G. Watser, Vice-Chairman 


Upper Tower Ballroom 
Monday, February 9 


Morning 


g:00—Various Methods of Fixation for the Control of Fractured Jaws 
H. NEWMAN ees + HOLLYWOOD, CALIFORNIA 

10:10—Practical Preventive Orthodontia 

10:50—Oral Tumors 

INDIANA UNIVERSITY SCHOOL OF DENTISTRY...............+INDIANAPOLIS, INDIANA 


Afternoon 


2:00—A Conservative Approach to Immediate Denture Prosthesis 
GODFREY F. SCHROEDER. sEVANSTON, ILLINOIS 
2:50—Root Canal Therapy 
3:40—Wax Impression Technic : 
HENRY B. PITTSBURGH, PENNSYLVANIA 
4:25—Oral Electrosurgery 


g:00—Root Canal Therapy and Technic (Revised) 

9:45—A Technic of Bite-Raising 

10:30—Anterior Restorations 

11:20—Bite Analysis and Correction of Occlusal Disharmonies 


ARNE G. LAURITZEN... eee eee es CHICAGO 


Afternoon 


2:00—Porcelain Jacket Crown Technic 
NORTHWESTERN UNIVERSITY DENTAL +CHICAGO 
3:30—Oral Prophylaxis 
NORTHWESTERN UNIVERSITY DENTAL 
4:00—Reconstructive Plastic and Maxillo-facial Surgery (Fully narrated) 
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9:00—Preparation of the Field for Inlay, Jacket and Fixed Bridge Impressions with 
Hydrocolloid 
Preparation and Use of Inlay, Jacket and Fixed Bridge Models Made from 
Hydrocolloid 
A. LAURENGE DUNN. cSANTA. BARBARA, CALIFORNIA 
10:20—Construction of a Maxillary Anterior Fixed Bridge 
11:20—Surgical Periodontia 


Afternoon 


2:00—The Management of Morbid Processes of the Jaws, Including Alveolectomy, 
Removal of Cysts, Abscesses, etc. (Fully narrated) 
3:15—A Conservative Approach to Immediate Denture Prosthesis 
GODFREY F. sEVANSTON, ILLINOIS 
4:05—Wax Impression Technic 


HENRY B. PITTSBURGH, PENNSYLVANIA 


Thursday, February 12 
Morning 


g:00—Practical Preventive Orthodontia 


9:40—An Immediate Denture Service for Malformed Dental Arches Under General 
Anesthesia 


10:30—Gold Inlay Construction 


11:25—A Technic of Bite-Raising 


Afternoon 


Motion pictures sponsored and produced by dental manufacturers will be 
exhibited on this afternoon. This film program and the names of the film pro- 
ducers will appear in the final program of the 1948 Midwinter Meeting. 


Wednesday, February 11 
' 
Morning 


DIRECTORY OF TECHNICAL EXHIBITORS 


Here under one roof is presented the largest and most diversified commercial exhibit in 
dentistry. Each exhibitor has been carefully selected; his ethical standards and reliability are 
unquestioned. Each has a product or service of value to dentistry. Members of the profession 
can well afford to spend a goodly amount of time visiting with the exhibitors, thoughtfully 
inspecting their products. They will be well repaid for the time spent doing this because they 
most certainly will see a product or gain some knowledge that will be of great value to them 


in their every day practice of dentistry. 


The commercial exhibits will be located in both the main Exhibit Hall and in the Exhibit 
Hall Foyer on the lower level of the hotel. The exhibition in both rooms are of parallel impor- 


tance and deserve equal attention. 
Exhibitor 


Booth No. 


97-98 
Ackerman Dental Mfg. Co............. 153. 
60-61 
Aget-Detroit Co. 200 
Ce, WD. 183 
American Cabinet Co. ......... 106-107-108 
Anzell Specialty Mfg. Co., Inc. ......... 84 
Austenal Laboratories, Inc. ........ 80-81-82 
Bell Dental Products Co., Inc. .......... 192 
Blue Island Specialty Co. ...:.......... 161 
Boos Dental Laboratories, Henry P. 

72-73 
Buffalo Dental Mig. Co. .........e200. 68 
Cameron Surgical Specialty Co. ....... 194 
Caulk Co., The L. D. (Milford) 

Caulk Co., The L. D. (Chicago) ........ 99 
Chayes Dental Instrument Corp. ........ 197 
Chicago Dental Mfg. Co. ............... 9 
Church & Dwight Co., Inc. ............ 155 
Cleveland Dental Mfg. Co. ......... 115-116 
Coe Laboratories, Inc. ......... 76-77-78-79 
Columbia Dentoform Corp. ............. 10 
Columbus Dental Mfg. Co., The..149-150-151 
Colwell Publishing Co. ................ 198 
Cook-Waite Laboratories, Inc. ...... 121-122 
Corega Chemical Co. 128 
Cosmos Dental Products, Inc. ........... 62 
Crescent Dental Mfg. Co. ............ 91-92 
Dee Division of Handy & Harman 

Dental Perfection Co. ..........eeeeee 184 
Dentists’ Supply Co. of New York 

Durallium Products Corp. ............ 39-40 


Exhibitor Booth No. 


Eastin: Rodak Ook... 110 
Friedman Specialty Co. ............0.. 189 
Frink Dental Supply Co. ............... 15 
General Electric X-Ray Corp. 

Gets Coup, The: 34 
Goldsmith Bros. Smelting & Refining Co..154 
Gomco Surgical Mfg. Corp. ........... 186 
Hanau Engineering Co., Inc. ........... 65 
Harvey Dental Specialty Co. ........... 196 
145 
Hygienic Dental Rubber Co., The ....... 83 
Interstate Dental Co., Tne. 195 
Kimball Dental Mig. Cov: 27 
Konformax Division—Permatex Co., Inc.. .46 
Kromel Laboratories, Inc. ............. 187 
Liquid Carbonic Corp., The 

(Medical Gas Division) ...........00. 48 
Manhattan Uniform: Co. 33 
McKesson Appliance Co. ...........+. 127 
Medical Protective Co., The ..........- 28 
Midwest Dental Mfg. Co. ............ ~<he 
Cas The Ve cas 101 


(Continued on page 43) 
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Central Offices: 30 N. Michigan Ave., Chicago 2, Ill., Telephone State 7925 


Officers 

Harry A. Hartley President 
Robert J. Wells President-Elect 
Edwin W. Baumann Vice-President 
Arno L. Brett Secretary 
Vincent B. Milas Treasurer 


L. Russell Hegland Executive Secretary 


Directors 

Elmer Ebert Kenwood, 1948 
H. C. Drummond South Suburban, 1948 
L. J. Cahill West Side, 1948 
J. D. Mershimer Northwest Side, 1949 
M. J. Couch North Side, 1949 
A. C. Kuncl West Suburban, 1949 
Harold Hayes Englewood, 1950 
James Fonda North Suburban, 1950 
Editorial Staff 

Henry Q. Conley Monthly Meetings 


Benjamin P. Davidson Midwinter Meeting 


Warren Willman C.C.D.S. 
John M. Spence U. of Ill. 
James R. Schumaker N.U.D.S. 
Frank J. Orland Zoller Clinic 
Frederick T. Barich What Now? 


Branch Correspondents 


Donald Pippert South Suburban 
13012 S. Western Ave., Blue Island 1533 
Robert Wirth West Suburban 

1o11 Lake St., Oak Park, Euclid 2730 
Irvin C. Miller West Side 
2000 W. Van Buren St., Seeley 7447 
R. J. DeWolf North Suburban 
2914 Central St., Evanston, Greenleaf 4544 
John M. Gates Northwest Side 
5355 Irving Park Rd., Pensacola 5400 
N. Manley Elliott North Side 
4753 Broadway, Longbeach 2472 
Boles G. Gobby Englewood 
1632 W. 63rd St., Grovehill 0311 
Elmer Ebert Kenwood-Hyde Park 
10058 Ewing Ave., South Shore 1823 


Publication Staff 


James H. Keith 
L. Russell Hegland 
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Editor 


Business Manager 


Kindly address all communications concerning business of the Society to the Central Office 


OPE 


Committee on Dental 
Health Education 


Glenn E. Cartwright Chairman 
Edgar T. Stephens Program Director 
‘Branch Officers 


Kenwood- Wilbur L. Spencer, President 
Hyde Park Lawrence H. Johnson, Secretary 
Englewood William E. Shippee, President 
Eric R. Lindholm, Secretary 
Edward W. Luebke, President 
George R. Olfson, Secretary 


North Side 


Northwest LaMar W. Harris, President 
Side Irwin G. Neer, Secretary 
North Arthur W. Leaf, President 
Suburban Harry W. Chronquist, Secretary 
South O. A. Taylor Bell, President 
Suburban Donald Pippert, Secretary 
West Side William R. Gubbins, President 
Cae3ar E. Newman, Secretary 
West Arnold F. Pins, President 
Suburban William O. Vopata, Secretary 


Ethics Committee 


Walter J. Nock, Chairman 
Eugene M. Stearns 
Neil A. Kingston 


1948 
1949 
1950 


Applications for Membership 


The following applications have been re- 
ceived by the Ethics Committee: Any member 
having information relative to any of the ap- 
plicants, which would affect their membership, 
should communicate in writing with Walter 
J. Nock, 2735 Devon Ave. Anonymous com- 
munications or telephone calls will receive no 
consideration. 


Applicants: 

BetLows, M. E. (U. of Ill. 1919) West Sub- 
urban, 55 E. Washington St. Endorsed by 
Cedric K. Dittmer and Paul T. Dawson. 

Esser, Joseph W. (C.C.D.S. 1945) West 
Suburban, P.O. Box 303, Warrenville. En- 
dorsed by William H. Keehn and Truman 
G. DeWitt. 

Gotpman, Sot (U. of Ill. 1947) West Sub- 
urban, 5611 W. Madison St. Endorsed by 
John M. Spence and Jules Berman. 


(Continued on page 42) 
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| Classified Advertising 


Rates: $2.50 for 30 words with additional 
‘words at 3 cents each. Minimum charge is 
$2.50. Charge for use of key numbers is 25 
cents additional. Forms close on the ist 
and 15th of each month. Place ad by mail 
or telephone to 


CHICAGO DENTAL SOCIETY 
30 NortH MICHIGAN AVENUE 
STAte 7925 


Advertisements must be paid for in advance. 


FOR SALE 


For Sale: Complete office furnishings. Reasonable. 
Telephone Hemlock 2411. 


For Sale: Ritter E.D. unit; S. S. White chair; 
American cabinet; Pelton sterilizers; cluster light. 
Telephone Dearborn 0036. 


aFor Sale: Two chair, AC Ritter equipment, like 
new; rotary converter; complete laboratory acces- 
sories for all acrylic procedures. Telephone Holly- 
court 8300, evenings; University 3450, daytime. 


For Sale: Dental one-chair office with new equip- 
ment, in Pittsfield Building Tower. Lease. Reason- 
able rent. Address G-15, The Fortnightly Review 
of the Chicago Dental Society. 


For Sale: Practice established fifteen years, all new 
equipment. Corner Ridgeland Ave. and Cermak 
Rd., Berwyn. Reason for selling—leaving city. For 
inspection telephone Dr. Humel, Stanley 2992. 


For Sale: Complete dental equipment including 
Ritter motor chair and master unit; and office in 
Marshall Field Annex. Also office space available 
at 5505 S. Ashland Ave. Telephone Prospect 0230. 


For Sale: One S. S. White unit No. 63, cream 
white, 110 V, 60 cycles, AC current. Also two air 
compressors. All equipment in good condition. Tele- 
phone Pullman 0477. 


For Sale: Ritter Tri-Dent with spray bottles and 
auxiliary tray. Like new. Best offer. Telephone 
Berkshire 7565. 


For Sale: Considering selling office and practice 
because of ill health. Well established practice de- 
veloped by father and self over 65 year period. 
Only dentist in small town on Route 66 and Alton 
Railroad, 80 miles southwest of Chicago. Address 
G-18, The Fortnightly Review of the Chicago Den- 
tal Society. 


For Sale: Good opportunity for dentist and family 
desiring practice in South Side of Chicago— 
Chatham and South Shore section. Complete office 
and apartment, 4 rooms, 2 blocks from office, with 
furniture. Address G-19, The Fortnightly Review 
of the Chicago Dental Society. 


For Sale: Castle sterilizing cabinet with steam steri- 
lizer and water sterilizer. Telephone Albany 8900. 


For Sale: S. S. White No. 1 Diamond chair in per- 
fect condition. Reasonable price. Telephone Am- 
bassador 1826. 


For Sale: Well established lucrative dental office 
60 miles from Chicago in town of 12,000. Shop- 
ping center for county of 40,000. In center of busi- 
ness district. Large reception room, business office, 
two operating rooms, laboratory and developing 
room. Fully equipped. Modern floor type x-ray. 
Completely furnished laboratory. Address G-20, 
The Fortnightly Review of the Chicago Dental 
Society. 


For Sale: S. S. White No. 3 stand with No. 11 
S. S. White motor; S. S. White Diamond chair; 
sterilizer; Chester light. Dr. George H. Hillen- 
brand, 100 W. North Avenue, Chicago 10. 


For Sale: Several Ritter cabinet x-ray units in ex- 
cellent condition. Very reasonable. Telephone 
Franklin Park 4656. 


WANTED 


Wanted: Young ethical dentist interested in prac- 
ticing with dentist on Wednesdays and two eve- 
nings a week. Good background in Pedodontia and 
Exodontia. Address G-16, The Fortnightly Review 
of the Chicago Dental Society. 


Wanted: Orthodontist for medical group center in 
Roseland. A wonderful opportunity for the right 
man. Address G-17, The Fortnightly Review of the 
Chicago Dental Society. 


Wanted: Dentist for a modern equipped office. Full 
time. Good salary. Telephone Andover 5833. 


Wanted: Immediately. Dentist associate with a 
view to purchasing practice in fast growing suburb. 
Compelled to retire due to cataract. Address G-21, 
The Fortnightly Review of the Chicago Dental 
Society. 


Wanted: Dentist wishes to purchase dental office 
and practice on South Side. Address G-22, The 
Fortnightly Review of the Chicago Dental Society. 


Wanted: Hygienist licensed in Illinois for full time 
practice. Telephone Merrimac 9426 for appoint- 
ment and interview. 


Wanted: Experienced dental assistant in Wood- 
lawn on Monday, Tuesday, Thursday and Friday 
afternoons and Saturday morning. Salary $25.00. 
Address G-23 The Fortnightly Review of the Chi- 
cago Dental Society. 


Wanted: To rent equipped loop office for Fridays. 
Telephone Armitage 1271. 


FOR RENT 


For Rent: Part time space available. Mondays, 
Wednesdays, Fridays and Saturdays. North light. 
Newly equipped. 30 N. Michigan Building. Tele- 
phone Randolph 1899. 
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APPLICANTS 
(Continued from page 40) 


Levin, BERNARD (U. of Ill. 1947) West Side, 
55 E. Washington St. Endorsed by Milton 
B. Engel and Sigmund F. Bradel. 


Mann, Gorsuin G. (U. of Ill. 1947) Ken- 
wood-Hyde Park, 1o1 E. 35th St. Endorsed 
by Albert Dolin and Maurice S. Altus. 


Scumuck, E. A. (N.U.D.S. 1906) 112 S. 
Michigan Ave. Endorsed by L. H. Flana- 
gan and J. G. Wiedder. 


Sxupien, Norspert R. (C.C.D.S. 1945) 
Northwest Side, 755 N. Ashland Ave. En- 
dorsed by Gerson M. Gould and Harold H. 
Sitron. 


PERIODONTIA TO HOLD SWAY 
(Continued from page 9) 


when planning treatment of these cases. 
He will describe the development and 
growth of jaws, including condyles and 
their paths and the development, erup- 
tion and growth of teeth and alveolar 
process. Finally he will discuss the tip- 
ping stress on a tooth as related to bone 
resorption and the systemic factors that 
enter into the development of a perio- 
dontal pocket. 

The table clinicians will be Doctors 
Maurice R. Falstein, M. L. Schulson, 
Joseph W. Gordon, R. A. Kadens, F. W. » 
Schulz, Walter J. Nock, Shaylor A. 
Bonebrake, Robert C. Pond. 


NOTICE FOR MEMBERS 


Use the form below on your office door to advise your patients that 
your office will be closed during the 1948 Midwinter Meeting. 


This office will be closed all day Monday, Tuesday, 
Wednesday and Thursday, February 9-12. Doctor is | 
attending the 1948 Midwinter Meeting of the 


Chicago Dental Society. 


DIRECTORY OF TECHNICAL EXHIBITORS 
(Continued from page 39) 


Ohio Chemical & Mfg. Co., The ......... 


Standard Dental Laboratories of 


Weber Dental Mfg. Co., The ... 


White Dental Mfg. Co., The S. S. 


Exhibitor Booth No. 
Moyer Co., Inc., The J. Bird ........... 160 
Myerson Tooth Corp. ...........246. 16-17 


National Live Stock & Meat Board ...... 159 
Ney Co., The J. M. 165-166 
Novocol Chemical Mfg. Co., Inc. ........ 45 


Pelton & Crane Co., The .......... 119-120 
Precious Metals Research Works, Inc. ....175 
Premier Dental Products Co. ........... 35 
Proco-Sol Chemical Co. .............. 170 
Professional Budget Plan .............. 173 
Prometheus Electric Corp., The ........ 178 
Pro-phy-lac-tic Brush Co. .............-. 12 
Inc. .. 157-158 
Ransom & Randolph Co., The ...... 117-118 
Reliance Dental Mfg. Co. .............. 63 
Rinn X-Ray Products, Inc. ............. 52 

1 to 6 incl. & 47 
Rocky Mountain Metal Products Co. ..... 58 
Schneider Dental Laboratory, M. W. ..... 85 
Smith & Son Mfg. Co., Lee S. .......... 26 
Spyco Smelting & Refining Co. .......... 86 
87-88 


Star Dental Mfg. Co., Inc. ......... 171-172 
Union Broach Co., Inc. ............e006 23 
Universal Dental Co. ............. 53-54-55 
Vernon-Benshoff Co. 41 


- 19-20-21-22 
Wernet Dental Mfg. Co., Inc. .......... 156 
185 


Wiggin’s Sons Co., H. | 
Williams Gold Refining Ci, 7-8 
Wilmot Castle Co. ......... 162-163-164 
M-Ray Corp. 177 
Yates Dental Mfg. Co., J. .......... 180-181 


Says one user, “I have used various 
types of apparatus but never an appara- 
tus as satisfactory in every way as your 


FISCHER Dental-X.” 


FISCHER-BUILT 
Dental X-Ray 
APPARATUS 


FISCHER Dental X-Ray Apparatus in- 
cludes both wall-mounted and mobile 
models, is quality-built to perform ef- 
ficiently through long years of hard 
service. Every position required in den- 
tal radiograph is easily and quickly ob- 
tained while patient remains seated in 
the dental chair. Radiographic results 


are unexcelled. 


SPECIAL FEATURES 

Every modern and advanced feature of x-ra 
construction is embodied in FISCHE 
Apparatus. Power is more than ample. 
Both M.A. and P.K.V. are under fine control. 
The tube is fine focus and gives excellent 
definition, current is stabilized. The illustra- 
tion above shows both FISCHER wall- 
mounted and mobile model. 

FULL INFORMATION 
Visiting dentists, attending the Chicago con- 
vention, are cordially invited to make our 
FISCHER booth their headquarters. We 
shall be glad to furnish information and to 
render any other service possible. Full infor- 
mation regarding FISCHER Dental X-Ray 
Apparatus sent promptly by mail on request. 


H. G. FISCHER & CO. 


2323-2345 Wabansia Avenue 
CHICAGO 47, ILLINOIS 
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WHAT'S CERTIFIED GOT THAT 
GLAMOUR GIRLS NEED 2??? 


+». extra quantities of nutritive vitamins and minerals. 
BROOK HILL CERTIFIED is created by feeding the 
producing herd on crops grown on mineral controlled 
land. Prescribe CERTIFIED for those who desire the 


best in drinking milk — and for those who need the — 


full, energy giving values of the most nearly perfect 
milk science has created . . . it tastes better too. Avail- 
able at all milk dealers. 


CERTIFIED MILK 


When the stomach needs a rest 


WRITE FOR BOOKLET “SPECIAL MILKS 
AND THEIR PLACE IN THE DIET.” 


BROOK HILL FARMS — DAIRY SPECIALTIES 
Special Products for the Dairy Industry 
5230 Milwaukee Ave.... Chicago 30 
Telephone: MULberry 4300 


DIETARY 
SPECIALTIES 


CERTIFIED FAT-FREE MILK 
KAZOL BUTTERMILK 
ACIDOPHILUS MILK 

GOAT MILK 
ENZYLAC MILK 
SOF-KURD MINERAL 

MODIFIED MILK 
GUERNSEY 412% MILK 

CERTIFIED VITAMIN D MILK 

Delivered by all leading 

milk dealers in Chicago 

and Suburbs 


... our Booth No. 33 at the 


to-measure. 


No. 545 
Made-to-measure 
smock for dentists 


Midwinter Meeting 


See the Manhattan line of High Quality Pro- 
fessional garments—ready-to-wear and tailored- 


If you would like a catalog, why not write for 
it NOW—so you can look it over before the 
Convention and select the models you are in- 
terested in seeing at our booth. 


No. 244 
Ready-to-wear uniform 
for nurses; sizes 10-42 


MANHATTAN UNIFORM COMPA 


09 South Wabash Av 
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BOOTH 126 


Consider this an invitation to visit our booth at the 
Midwinter Meeting. 


JOHN O. BUTLER COMPANY 


Distributors of the Dr. Butler Tooth Brush 
55 East Walnut Street 


The FRIESCO INLAY REMOVER, also for crowns and 
bridges, is simple to manipulate. Just drill a hole 
through the inlay, then use tap to cut thread. This 
procedure will avoid inconvenience to patient. 
Complete Set: $4.50. 


See demonstration of Wonder Elevators 
at Booth 189 


i FRIEDMAN SPECIALTY CO. 


The FRIESCO ASPIRATOR should be in the posses- 

of teeth to be 7 South Dearborn Street 

to have a clear view of the field of operation. Can . a 

used with or without an assistant. Chicago 3, Illinois 
Price: $15.00 complete. 
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ANESTHESIA with VINETHENE 
A Motion Picture 
in Full Color and Sound 


This interesting motion picture is available for loan to anes- 
thesiologists and other professional groups interested in 
anesthesia. It is a 16 mm. Kodachrome, sound track film of i 
one reel, with a running time of 25 minutes. A sound pro- 9 
jector is réquired for its showing. ' 

This film portrays the proper technic for administration of 3 
Vinethene and the precautions to be observed in using this 


rapidly acting inhalation anesthetic. Methods of administra- Please fe , iil 
tion for short medical and dental operative procedures, as MERCK & CO., Inc. _ 
an induction agent prior to ethyl ether, and as a complement Attention: Film Loan Service 


to nitrous oxide-oxygen, are demonstrated. RAHWAY, N. J. 


VINYL ETHER FOR ANESTHESIA U. S. P. MERCK 


VINETHENE 


REG. U. S._PAT. OFF. 


Y 


An Inhalation Anesthetic for Short Operative Procedures 
COUNCIL ACCEPTED 
MERCK & CO.; Inc, Manufacluning Chemist RAHWAY, N. J. 
In Canada: Merck & Co.,Ltd. Montreal, Que. 
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ACCURATE ASPIRATING 
when you need it 
where you need 
as much ae You 
weed 


SUMUD 


791 ASPIRATOR 


@ Keeps operating field 
clean! 


@ EASILY moved, on rub- 
ber-tired casters. 


@ PRECISION gauge and 
handy control. 


@ ENOUGH suction up to 
25” of mercury. 


@ DEPENDABLE! Quality 
built for years and 
years of trouble-free 
vice. 


MANY OTHER 
CONVENIENCE FEATURES : 
IN THESE NEW GOMCO é 5 
UNITS! See your dealer, GOMCO No. 792 Portable Aspirotor. 


or write: Heavy-duty, precision-controlled, Takes 
less than o square foot of table space. 


GOMCO SURGICAL MANUFACTURING CORP. 


828D East Ferry St., Buffalo 11, N. Y. 


Be sure to see the Gomco Exhibit in Booth 186 
at the Midwinter Meeting. 
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*State of being well 
reported of; honor, dis- 
tinction, good fame. 

Oxford Dictionary 

@ The worthy reputation enjoyed by BOOS laboratories among dentists from 
coast to coast has been built upon one, and only one, factor: outstanding per- 
formance in dental prosthetics. 

Though the BOOS laboratories of today are many times the size of the original 
laboratory of 1902—the basic principle of our service remains unchanged: to 
produce restorations of all types which do credit to our reputation, and to the 
reputation of the dentist as well—by assuring the more accurate fit, natural 
feel and proper function which were prescribed. 

A visit with us at the Midwinter Meeting of the Chicago Dental Society, 
February 9-10-11-12 will afford you profitable information on BOOS service 
and the advantages it holds for you. We will be happy to see you at our usual 
location: at the foot of the main staircase in the exhibition hall. 


Henry P. Boos Dental Laboratories, Inc. 


808 Nicollet Avenue ¢ Minneapolis 2, Minnesota 


‘ Equitable Bldg. Des Moines, lowa 
{ Arts Bldg. © Duluth, Minn. 


49 


es 
a 
dij 
e 


Ne matter which procedure you may prefer, you will find the many features and innova- 
tions in the advanced design of these ten trays extremely valuable in your practice. 
These trays will give you more satisfactory service, and will reduce chair time and lead 
to greater patient satisfaction. 


6 IMPORTANT ADVANTAGES 


5 Complete coverage of the retro © to 
molar pod oreas. form of the .hondie. 


Ten Trays: Six lower come in pairs, one shallow (for flat mouths), one deeper (for 
normal moyths Medium, and Small. The four upper trays provide complete 
range for your requirements. 

ENTIRE SET OF 10—PLAIN OR PERFORATED $10.00. 


O > Periphery shaped to’ allow 
ing extension on 
ae the post dam be- 
= tween the ham- 
mulor notches coptures the throat form. 
3 . 4 Special extension for tongue guid- 
SS Buccal aspects of the trays once assures proper muscle trimming of 
= gre short, eliminating the possi- Pe, lingual areas. 
= 
= Jd. ENTA L M FG. 


Red Diamond 


ANESTHETIC THERAPEUTIC 
RESUSCITATING 
® Look for the “Red Diamond” 
on the label . . . It’s your proof 
of certified purity. Uniform, 
dependable—all Red Diamond 
Medical Gases are available for 
immediate delivery from con- 
veniently-located producing 
plants and distributing depots. 
For complete satisfaction— 
specify Red Diamond Gases. 


Branches in Principal Cities: 
In WALL CHEMICALS CANADIAN CORPORATION Montreal 


ronto Windsor 
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NEW COMPLETE PY-CO-PAY TOOTHBRUSH LINE 


Available in all drugstores is a complete new — 


line of professionally designed Py-co-pay toothbrushes...with a oa 
choice of natural bristle and nylon textures, which discriminating | 
dentists may prescribe in accordance with the individual needs _ 
of their patients... 

Natural bristles ....... hard Nylon bristles . . medium 
Natural bristles . . extra hard * Nylon bristles . . . . hard 
These brushes continue the Py-co-pay tradition of making 
available for professional specification the finest brushes that 

can be made — with functionally correct design, incorporat- 

ing a small head with two rows (6 tufts per row). These new 
natural toothbrushes are made with genuine Chungking 

bristle and are the finest natural bristle toothbrushes that 
Py-co-pay has ever offered. 

PYCOPE, INC., 2 HIGH STREET, JERSEY CITY 6. N. J. 

* improved black bristles 


TOOTH BRUSHES AND TOOTH POWDER 
52 


~ 
4 
& 
2 
; : 
Promoted 
> 4 
\ 


Turre's an old phrase that’s used to express conscientious care and 
exactness: “to mind one’s P’s and Q’s.” Here at the Kennedy laboratories, 
P stands for Precision and Q for quality. And we exercise every effort to 


mind them for you in designing, processing and casting the restorations 
you entrust to us. 


Our laboratories are the fastest growing in the Middle West. None are 
better equipped or more expertly staffed. Here under one roof we have 
all of the scientific equipment and controls for casting Vitallium partials, 
processing Luxene dentures and making Austenal Micromold teeth. For 
complete, dependable, properly priced service call Kennedy. The number 
is ABErdeen 6800, and we’ll welcome your call. 


sosern E. Kennedy Co. DENTAL LABORATORIES 


7900 So. Ashland Ave. 
Chicago 20 


ABErdeen 
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LUXENE 
AUSTENAL -1-2 4 
PORCELAIN 


PRESCRIBE 


- 


Micromold Porcelain Teeth are offered in the wides 
range of molds ever assembled. There is a tooth to fit 
every facial conformation since these life-like teeth are 
accurate reproductions of natural teeth selected for 
range, variety and usefulness. 


* Mi Id is a registered tradename of Austenal Laboratories, Inc. 


WBE MICROMOLD PORCELAIN TEETH THROUGH THE FOLLOWING AUSTENAL DISTRIBUTORS 


ANNEX DENTAL LABORATORY 


ashington Street State 5177 
CHICAGO 2, ILLINOIS 
EHRHARDT & COMPANY 
Randolph Street Dearborn 8660 
CHICAGO 2, ILLINOIS 


JOSEPH KENNEDY COMPANY 
S. Ashland Avenue Aberdeen 6800 
CHICAGO 20, ILLINOIS 


STANDARD DENTAL LABORATORIES 
| Wabash Avenue Dearborn 6721 


CHICAGO |, ILLINOIS 


MICROMOLD Porcelain Teeth ore mode by Me Micromold Process, originated by Austenct toboratories, 
terporoted, and represent the most revolutionary advance in tooth manufacture in a century of prosthetic progress. 


TEETH 
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INCOME YEARS 


FOR DOCTORS 
? ONLY 


THE DOCTORS’ TAX CHECKUP DRIVE IS ON! Doctors 
and Farmers are to be targets No. 1 and 2 of an announced 
Internal Revenue Drive. Will your return be “ship-shape”? 
NO NEED TO WORRY. We know how from 16 years ex- 
perience with Doctors. Are you sure you take all deductions? 
Are you sure there are no “little” errors . . . liable to cause 
you to be “called in”? Save valuable professional time, instead 
of wrestling with figures. Service Bureau is thoroly familiar 
with all the Doctor’s problems and expenses, and latest U. S. 
rulings and activities. For information write Service Bureau, 
59 E. Madison, Chicago or phone State 2285 today. 


Also 
PROFESSIONAL MANAGEMENT 
OFFICE SYSTEMS and RECORDS a R V | C 9 


BUDGET SERVICE 


INCOME TAX AND FINANCIAL SERVICE FOR DOCTORS EXCLUSIVELY 
56 
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J. P. REVENAUGH 

H. F. KEISTER 
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